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In fact, he pointed out that two of the most illustrious rulers of China, Emperor Shun and King Wen, were one "an Eastern barbarian'' and the other kia Western barbarian," but that both rose to universal leadership through a "common standard" (i-k'uei) of moral power. Such convenient forgetfulness about pigment seems to make it^easy for the nations of the world, whether "United" or not, to develop some fundamental faith in racial equality. He did not even mention the standards of industrial capacity or the modern standards of living. By these standards of pigment, industrial capacity, and standards of living we can never be equal, For what are the standards of living and are they not changing almost every decade? Did the Barretts of Wimpole Street have enamel bathtubs? Did Dr. Johnson ever use a flush toilet or have any idea of a sanitary latrine? Did Charles Dickens ever hear a radio? Did Goethe ever handle a camera? Did Hum-boldt ever wash from hot and cold water taps? Did he not wash from an earthern basin and water-jug? Was Dryden's room ever steam-heated or air-cooled or electric-lighted? Did Charles Lamb ever see Ginger Rogers or use a plastic tooth-brush? Did Wordsworth ever cross in the Hudson tunnel or drive on the Merrit Parkway? Did Will Shakespeare ever in his life read one newspaper, not to speak of going to a movie once a week or listening to Flagstad? Did he have a copy of the first English Dictionary, which Dr. Johnson compiled a hundred and fifty years after him? Did his school bench at Stratford-on-Avon have a collapsible seat, and was the schoolroom well lighted? Did he ever see a dentist on Park Avenue? And did the "second best bed" he so ungenerously bequeathed to his wife have Simmons springs? To come down to modern times, did Thomas Edison ever see Errol Flynn? Did Luther Burbank ever